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"MADE IN USA" 
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This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


2A 



TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


SCHWEIZER 330 & 333 


DESCRIPTION 
PART # 


SHORT SHAFT ALIGN TOOL 
1 


OR SPECIFICATIONS 



MATERIAL 


PHENOLIC TYPE FBG 


B/O INFORMATION 


QTY 


ASSY 


QTY 


ASSY 


# 


ASSY 


MIL-I-24768/14 


FINISH 


SPEC 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 




DESCRIPTION 


-1 


QTY 
PART # 


DRILL BLANK 
1 


OR SPECIFICATIONS 



MATERIAL 


HIGH SPEED STEEL 


B/O INFORMATION 


QTY 


ASSY 


FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 
PERRITT 


USED ON MODEL 


QTY 


ASSY 


# 


ASSY 


NOT APPROVED FOR PRODUCTION 


